ETag: "a12e476401ad56180ca8ea989542e4fb"
accept: */*
authorization: LOW gcChNG1gwFjVzXbq:REDACTED_BY_IA_S3
connection: close
content-length: 6321339
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.21.6 (x86_64-pc-linux-gnu) libcurl/7.21.6 OpenSSL/1.0.0e zlib/1.2.3.4 libidn/1.22 librtmp/2.3
x-amz-auto-make-bucket: 1
x-archive-meta-date: 1977-04
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-title: BSTJ 56: 4. April 1977: The Theory of Uniform Cables - Part I: Calculation of Propagation Parameters. (Lenahan, T.A.)
x-archive-meta01-collection: bstj-archives
x-archive-meta01-description: Bell System Technical Journal, 56: 4.  April 1977 pp 597-610. The Theory of Uniform Cables - Part I: Calculation of Propagation Parameters. (Lenahan, T.A.)
x-upload-date: 2013-01-19T10:01:22.000Z
